Hardy School Addition 


ADDENDUM NO. 6 January 29, 2018 

The attention of bidders submitting proposals for the above subject is called to the following addendum 
to the specifications and drawings. The items set forth herein, whether of omission, addition, substitution, or 
clarification are all to be included in and form a part of the proposal submitted. 

NOTICE TO CONTRACTORS: 


Please be advised that the following sub filled bidders have been disqualified/rejected for the following 
reasons: 

Masonry 

Acranom Masonry - has been rejected because they only acknowledged 1 addendum in their bid. 

Electrical 

Systems Electrical - has been rejected due to not listing the required sub-sub bids on their bid form. 
M-V Electrical - has been rejected due to not listing the required sub-sub bids on their bid form. 


CHANGES TO SPECIFICATIONS: 

(None) 

CHANGES TO DRAWINGS: 

(None) 

REQUEST FOR INFORMATION: 

(None) 

ENDOF ADDENDUM NO. 6 
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